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SPECIFICATION CONTROL DRAWING 


NOTES: 
1) MATERIAL: 304 SERIES STAINLESS STEEL WIRE 
PREFERRED VENDOR: DENDOFF SPRINGS LTD, SURREY, B.C., CANADA 
2) FINISH: NONE 
3) TOLERANCES: PER DART QSI 018 UNLESS OTHERWISE NOTED 
4) UNITS: INCHES UNLESS OTHERWISE NOTED 
5) BREAK SHARP EDGES: 0.005 TO 0.010 MAX 
6) IDENTIFICATION: PER QSI 044 6.7 
7) WEIGHT: LESS THAN 0.01 lbs 
8) REF DART EUGENE PART NUMBER C3-3-9 


MULITPLE DIMENSIONS ON THIS DRAWING 
HAVE BEEN OVERIDDEN THE PART FILED HAS BEEN MODELED 
AS APPROXIMATE THE ACTUAL PART IS PER THESE DIMENSIONS 
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